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SUMMARY 

The  Vocational  Rehabilitation  Admendments  of  1965  provided  grants 
to  State  vocational  rehabilitation  agencies  to  plan  for  the  uti- 
lization, improvement,  and  construction  of  sheltered  workshops, 
rehabilitation  centers,  and  other  rehabilitation  facilities.   In 
November,  1968,  the  Rehabilitation  Services  Administration  con- 
ducted a  national  survey  to  obtain,  on  a  uniform  basis,  the  findings 
of  these  State  rehabilitation  facilities  planning  projects  con- 
cerning needs  for  new  or  improved  rehabilitation  facilities  through 
June  30,  1971.   This  monograph  summarizes  the  survey  data. 

The  findings  in  brief: 

1,829  new  rehabilitation  facilities,  including 

584  sheltered  workshops,  are  immediately 
needed  nationally. 

Estimated  Federal  funds  required  for  the 

planning,  construction,  and  initial  staffing 
of  new  rehabilitation  facilities  total  over 
$282  million. 

2,656  existing  rehabilitation  facilities,  in- 
cluding 1029  sheltered  workshops,  have  been 
identified  and  studied. 

1,130  of  the  existing  2,656  rehabilitation 

facilities,  which  were  studied,  have  known 
improvement  needs  (i.e.  staff,  equipment, 
technical  consultation). 

Estimated  Federal  funds  required  for  the 

improvement  of  existing  rehabilitation 
facilities  total  over  $41  million  nationally. 

Rehabilitation  Services  Administration 
Division  of  Rehabilitation  Facilities 
R.  K.  Barnes,  Ed.  D.,  Chief 
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Foreword 


Rehabilitation  facilities,  an  indispensable  resource  in  modern 
rehabilitation,  provide  the  setting  for  the  evaluation,  treatment, 
and  training  of  the  severely  disabled  who  otherwise  could  not 
be  effectively  rehabilitated. 

Facilities  should  not  be  regarded  as  mere  appendages  to  the 
efforts  of  the  State  rehabilitation  program.   They  represent 
the  most  important  new  tool  for  rehabilitation  developed  in 
recent  years.   In  fiscal  year  1968,  rehabilitation  centers 
or  sheltered  workshops  served  over  100,000  vocational  reha- 
bilitation clients,  accounting  for  an  expenditure  of  fifty-five 
million  dollars  by  State  agencies.   The  development  and  effec- 
tiveness of  facilities  has  a  direct  relationship  to  the  success 
of  the  State-Federal  rehabilitation  program. 
This  monograph  is  the  first  in  a  series  of  three  which  will 
focus  on  the  rehabilitation  facilities  program,  its  needs, 
characteristics,  and  progrej 


Joseph  Hunt 
Commissioner 
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What  Is  a  Rehabilitation  Facility? 


Rehabilitation  facilities  are  operated  for  the  primary  purpose  of 
providing  rehabilitation  services  to  handicapped  individuals.   Typ- 
ical of  the  many  types  of  facilities  are  the  following:  sheltered 
workshops,  comprehensive  rehabilitation  centers,  speech  and  hearing 
centers,  optical  aids  clinics,  evaluation  and  treatment  centers  for 
the  epileptic,  half-way  houses  for  the  mentally  ill  and  mentally 
retarded,  and  rehabilitation  centers  for  the  blind. 

Some  of  the  facilities  are  large;  some  are  small.  A  single  facility 
may  serve  all  disability  groups  or  only  those  in  a  selected  dis- 
ability category.   Regardless  of  its  size,  program  emphasis,  or 
client  population,  each  facility  plays  an  important  role  in  reha- 
bilitation. 

Rehabilitation  facilities  draw  upon  many  disciplines  for  their  ser- 
vices.  The  range  of  services  which  may  be  found  in  a  facility  is 
reflected  in  the  Vocational  Rehabilitation  Admendments  of  1968 
which  describe  a  rehabilitation  facility  as  providing,". . .singly, 
or  in  combination,  one  or  more  of  the  following  services  for  handi- 
capped individuals:  (1)  comprehensive  rehabilitation  services  which 
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include,  under  one  management,  medical,  psychological,  social,  and 
vocational  services;  (2)  testing,  fitting,  or  training  in  the  use 
of  prosthetic  and  orthotic  devices;  (3)  prevocational  conditioning 
or  recreational  therapy;  (4)  physical  and  occupational  therapy; 
(5)  speech  and  hearing  therapy;  (6)  psychological  and  social  ser- 
vices; (7)  evaluation;  (8)  personal  and  work  adjustment;  (9)  vo- 
cational training  (in  conjunction  with  other  rehabilitation  services); 
(10)  evaluation  or  control  of  special  disabilities;  and  (11)  trans- 
itional or  long-term  employment  for  the  severely  handicapped  who 
cannot  be  readily  absorbed  in  the  competitive  labor  market...". 
These  services  are  rendered  with  the  common  objective  of  assisting 
the  handicapped  individual  to  function  at  his  maximum  physical, 
personal,  and  vocational  level. 
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The  State  Plans  for  Rehabilitation  Facilities 


"...through  the  years,  the  public  vocational  rehabilitation  program 
has  developed  four  major  components  -  direct  service,  research, 
training  of  rehabilitation  workers,  and  construction  of  facili- 
ties...a  system  of  interdependent  programs."  1/ 

Public  and  private  rehabilitation  facilities  serve  as  a  major  re- 
source of  client  services  for  the  State  vocational  rehabilitation 
agency.   Recognizing  the  opportunities  that  these  facilities  pro- 
vide for  improving  and  intensifying  client  services,  the  Vocational 
Rehabilitation  Admendments  of  1965  provided  grants  to  State  vo- 
cational rehabilitation  agencies  to  plan  for  the  utilization,  im- 
provement, and  construction  of  sheltered  workshops,  rehabilitation 
centers,  and  other  rehabilitation  facilities. 

Planning  activities  in  each  State  vocational  rehabilitation  agency 
include  acquisition  of  facility  planning  staff,  appointment  of  ad- 
visory committees,  review  of  existing  planning  data,  analysis  of 
state  characteristics  pertinent  to  facility  development  and  improve- 
ment, analysis  of  existing  rehabilitation  facilities,  and  deter- 
mination of  needs  for  new  or  improved  rehabilitation  facilities  and 


1/.   Report  of  the  National  Citizens  Advisory  Committee  on  Vocational 
Rehabilitation,  1968,  p.  7. 
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services.   State  vocational  rehabilitation  agencies  are  maintaining 
this  program  as  a  regular  function  with  continuing  activities 
emphasizing  implementation  and  reassessment  of  the  State  Facilities 
Plan. 
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Purpose  of  this  Monograph 


In  November,  1968,  the  Rehabilitation  Services  Administration  coa- 
ducted  a  national  survey  to  obtain,  on  a  uniform  basis,  the  find- 
ings of  the  State  rehabilitation  facilities  planning  projects  con- 
cerning needs  for  new  or  improved  rehabilitation  facilities. 

This  monograph  summarizes  the  survey  data.   These  data  represent  a 
numerical  summary  of  the  reported  information.   For  specific  in- 
formation or  interpretation,  the  reader  should  consult  the  appropri- 
ate State  vocational  rehabilitation  agency. 
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National  Needs  for  New  Rehabilitation  Facilities 


One  objective  of  the  rehabilitation  facilities  planning  projects 
authorized  by  the  Vocational  Rehabilitation  Admendments  of  1965 
was  to  determine  the  magnitude  and  nature  of  the  need  for  new 
rehabilitation  facilities  in  each  State.   Figures  1-2  and  tables 
1-3  present  the  national  totals  with  respect  to  the  State  rehabili- 
tation facility  planning  projections  of  immediate  needs  (through 
June  30,  1971)  for  new  rehabilitation  facilities. 

With  respect  to  the  2,656  existing  rehabilitation  facilities  re- 
ported by  the  States,  it  should  be  noted  that  this  number  repre- 
sents only  those  rehabilitation  facilities  which  are  providing 
services  to  the  disabled  in  cooperation  with  State  vocational 
rehabilitation  agencies. 
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Figure  1.   Total  Number 1  of  Immediately  Needed  (Through  June  30, 1971) 
New  Rehabilitation  Facilities  as  Compared  to  the  Reported  Number 
of  Existing  Rehabilitation  Facilities. 
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Figure  2  Total  Number1  of  Immediately  Needed  (Through  June  30, 1971) 
New  Rehabilitation  Facilities  by  Program  Emphasis 
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Table  1 
Total  Number6  of  Immediately  Needed  (Through  June  30, 1971) 
New  Rehabilitation  Facilities  by  Type  and  Program  Emphasis. 


Type  of  Facility 

Program  Emphasis 

Total 

Medical 

Psycho- 
Social 

Vocational 
Educational 

Sheltered 
Employment 

Multi- 
Emphasis 

Rehabilitation  Center1 

12 

20 

311 

22 

134 

499 

Rehabilitation  Center2 

44 

5 

9 

9 

93 

160 

Evaluation  Unit3 

21 

24 

52 

- 

195 

292 

Workshop* 

3 

6 

42 

131 

402 

584 

Other5 

- 

- 

- 

- 

- 

294 

Total 

1829 

1  Rehabilitation  center  -  an  organizationally  autonomous  and  legally  constituted  entity  providing  a  range  of  services  in  the  field 
of  rehabilitation. 

2  Rehabilitation  center  (general  hospital  or  university  unit)  —  similar  to  #1  but  represents  a  part  or  unit  of  a  larger  medical  complex. 

3  Evaluation  unit  -  an  organized  program  of  services,  usually  physically  separate,  designed  to  identify  the  individual's  assets  and 
liabilities  as  they  relate  to  vocational  objectives.  Such  units  may  be  found  in  State  institutions,  public  schools,  etc. 

*  Workshop  -  provides  evaluative  and  therapeutic  vocational  services  and/or  remunerative  employment  to  the  severely  disabled. 

5  Other  - 

"  As  reported  by  50  states  or  territories. 
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Table  2 


Estimated  Federal  Funds 

Required  for  the  Planning, 

Construction  and  Initial  Staffing 

of  New  Rehabilitation  Facilities 


Amount  1/  Needed 
Activity  in  Federal  Funds 

Project  Planning  and  Development  $  2,711,121 

Construction  171,357,462 

Initial  Staffing  108,318,288 

Total  $282,386,871 

1/  As  reported  by  49  States  or  Territories 
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Table  3 

Total  Number  6/   of  Existing  Rehabilitation 
Facilities  Reported  by  Type. 


Type  of  Facility  Number 

Rehabilitation  Center  1/  409 

Rehabilitation  Center  2/  541 

Evaluation  Unit  3/  261 

Workshop  4/  1,029 
Other  5/  416 

Total  2,656 


JL/.   Rehabilitation  center  --  an  organizationally  autono- 
mous and  legally  constituted  entity  providing  a 
range  of  services  in  the  field  of  rehabilitation. 

2/.      Rehabilitation  center  (general  hospital  or  univer- 
sity unit)  --  similar  to  #1  but  represents  a  part 
or  unit  of  a  larger  medical  complex. 

3/.   Evaluation  unit  --  an  organized  program  of  services, 
usually  physically  separate,  designed  to  identify 
the  individual's  assets  and  liabilities  as  they  re- 
late to  vocational  objectives.   Such  units  may  be 
found  in  State  institutions,  public  schools,  etc. 

4/.  Workshop  --  provides  evaluative  and  therapeutic  vo- 
cational services  and/or  remunerative  employment 
to  the  severely  disabled. 

5/.  Other 

6/.   Data  as  reported  by  50  States  or  Territories 
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National  Needs  for  the  Improvement  of  Rehabilitation  Facilities 


The  provision  of  effective  rehabilitation  services  to  the  disabled 
or  disadvantaged  by  existing  rehabilitation  facilities  requires  ad- 
equate physical  facilities,  including  the  necessary  equipment  and 
staff.   For  this  reason,  State  rehabilitation  facility  planning  ac- 
tivities have  been  directed  to  the  identification,  analysis,  and 
projection  of  improvement  needs  within  existing  facilities  as  well 
as  to  the  need  for  new  rehabilitation  facilities.   Facilities  plan- 
ning staff  in  each  State  surveyed  over  2500  existing  rehabilitation 
facilities.   This  process  included  the  collection,  tabulation,  and 
analysis  of  pertinent  data  describing  each  facility,  with  particular 
attention  to  the  adequacy  of  services,  staff,  physical  plant  and 
related  needs. 

Figure  3  and  Tables  4  through  6b  present  the  national  totals  of  State 
facilities  planning  findings  relevant  to  the  magnitude  of  improvement 
needs  within  existing  rehabilitation  facilities. 


-  14 


Figure  3.  Total  Number1  of  Existing  Rehabilitation  Facilities  Reported  by  Type 

Compared  to  the  Reported  Number  of  Existing  Rehabilitation  Facilities 
With  Known  Improvement  Needs  (Staff,  Equipment,  Etc.)  and  to  the  Number  of 
Existing  Rehabilitation  Facilities  with  Reported  Technical  Assistance  Needs. 
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Table  4 


Number  1/   and  Type  of  Existing 

Rehabilitation  Facilities  Reported 

with  known  Improvement  Needs 

(Staff,  Equipment,  Consultation,  etc.) 


Type  of  Facility  Number 

Autonomous  Rehabilitation  Center 172 

Rehabilitation  Center-General 

Hospital  or  University  Unit 161 

Evaluation  Unit 159 

Workshop 575 

Other 63 

Total  1130 


Table  5 


Estimated  Federal  Funds  Needed 

for  the  Improvement  of 

Existing  Rehabilitation  Facilities 


Amount  Needed 
Number  of  States  in 

Reporting  Federal  Funds 

49  $41,820,390 
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Table  6a 

Total  Number  1/   «nd  Type 
of  Existing  Rehabilitation  Facilities 
with  Reported  Technical  Assistance  2/   Needs 

Number  Requiring 
Type  of  Activity  Technical  Assistance 

Autonomous  Rehabilitation  Center Ill 

Rehabilitation  Center-Hospital  or 

University  Unit 74 

Evaluation  Unit 91 

Workshop 437 

Other __64 

Total  777 

1/.  Data  as  reported  by  50  States  or  Territories 

2/.   Short  term  professional  consultant  services  to  facilities  in 
need  of  management  or  other  assistance. 


Table  6b 

Total  Number  of  Rehabilitation  Facilities 
Reported  by  the  States 
Which  Would  Qualify  for 
and  be  interested  in 

Applying  for  a  Training  Services  Grapt  2/ 


Estimated  Amount 
Needed 
Number  of  Facilities  in  Federal  Funds 

155  $21,700,000 

J7.   Substantially  meet  the  standards  of  the  National  Policy  and 
Performance  Council. 

2/.     Project  grant  program  authorized  by  Section  13  of  the  Vocational 
Rehabilitation  Act  to  assist  public  and  other  private  non-profit 
agencies  in  providing  training  services  in  rehabilitation 
facilities  to  prepare  clients  for  gainful  employment. 
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Resources  for  the  Development  and  Improvement  of  Rehabilitation  Facilities 

The  1968  Vocational  Rehabilitation  Admendments  continued  the  pro- 
visions, under  Section  12,  of  grants  to  public  or  non-profit  agencies 
for  the  planning  and  development  of  specific  local  projects,  and 
for  the  construction,  and  initial  staffing  of  new  rehabilitation 
facilities. 

Section  13  of  the  Vocational  Rehabilitation  Act  authorized  Federal 
assistance  for  the  improvement  of  rehabilitation  facilities.   This 
Section  of  the  Act  provides  grants  to  assist  State  and  other  public 
or  private  non-profit  agencies  in  providing  training  services  in 
rehabilitation  facilities  to  prepare  clients  for  gainful  employ- 
ment.  It  also  provides  grants  to  improve  professional  services, 
business  management,  and  other  aspects  of  the  operations  of  public 
or  private  rehabilitation  facilities,  and  for  technical  assistance 
and  consultant  services  to  facilities. 

Expansion  grants  are  also  available  under  Section  4(a)(2)(A)  to 
public  and  private  non-profit  agencies  to  expand  vocational  reha- 
bilitation programs  with  the  objective  of  increasing  the  number  of 
persons  rehabilitated. 
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Under  the  provisions  of  Section  2  of  the  Vocational  Rehabilitation 
Act,  as  amended  in  1968,  Federal  funds  may  also  be  used  by  the  State 
vocational  rehabilitation  agencies  for  the  establishment  and  con- 
struction of  rehabilitation  facilities  operated  by  either  public 
or  private  non-profit  agencies.   Grants  are  made  under  Section  3 
for  projects  in  two  general  categories:  (1)  those  which  provide 
for  the  development  of  new  methods  and  techniques  of  vocational 
rehabilitation  and  (2)  those  which  are  especially  designed  for 
groups  of  individuals  having  disabilities  which  are  catastrophic 
or  particularly  severe. 

Other  Federal  programs  of  assistance  to  rehabilitation  facilities 
include  the  Hill-Burton  program,  a  joint  effort  of  the  Public 
Health  Service  and  the  Rehabilitation  Services  Administration, 
and  the  grants  available  under  the  provisions  of  the  Mental  Re- 
tardation Facilities  Construction  Act.  Table  7  provides  a  summary 
of  the  Federal  programs  of  assistance  to  rehabilitation  facilities. 
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Table  7 
Federal  Programs  of  Assistance  to  Rehabilitation  Facilities 


Legislative 
Authority 

Program 

Types  of  Assistance  Provided 

Funds 

References 

V.R.  Act 
as  amended 

(Vocational 
Rehabilitation) 

Special 
Consulta- 
tions 

Equipment 

Staff 

New 
Construction 

Acquistion 

of  Existing 

Buildings 

Expansion 
Remodeling 
Alteration 

Matching 

rate  (Fed. 

share 

Federal 

Register 

Regulation 

Section  2 

Construction 

X 

X 

X 

X 

x 

33  1/3%-* 
662/3% 

Title  45-Chapt.  IV 

Part  401 
Section  401.59 
401.74 

Section  2 

Establishment 

X 

X 

X 

75%-1969 
80%-1970 

Section  401 .58 
401.73 

Section  3 

Innovation 

X 

X 

X 

X 

X 

90%-3  yrs. 
75%4ast  2 
years 

Sec. 

401.130- 
.138 

Section 
4(a)(2)(A) 

Expansion 

X 

X 

90% 

Part  403 
Sec. 
403.1- 
.14 

Section 
12(g)(1) 

State 
Facilities 
Planning 

X 

X 

90% 

Part 
404- 
Subpart  I 

Section 
12(g)(2) 

Project 
Development 

X 

X 

90% 

404- 
Subpart  B 

Section  12 

Construction 

X 

X 

X 

X 

331/3%* 

to 
66  2/3% 

404- 
Subpart  C 

Section  12(f) 

Initial 
Staffing 

X 

75%-15mos. 
65%,45%, 
30%  (next 
3  years) 

404- 
Subpart  D 

Section  13(a) 

Training 
Services 

X 

X 

X 

90% 

404- 
Subpart  H 

Section  13(b) 

Facility 
Improvement 

X 

X 

X 

90% 

404- 
Subpart  E 

Section  13(c) 

Technical 
Assistance 

X 

100% 

404- 
Subpart  F 

Hospital  & 
Medical  Facil- 
ities Constr.  Act 
as  amended 

(Hill-Burton) 
Construction 

X 

X 

X 

X 

331/3%-* 
662/3% 

Title  42,  Chapt.l 
Part  53 

Mental  Retard- 
ations Facilities 
Construction  Act 
as  amended 
Title  I.Pt.C 

Construction 

X 

X 

X 

X 

33  1/3%* 
66  2/3% 

Title  45-Chapt.  IV 
Part  416 

Titlel.Pt.D 

Initial  Staff 

X 

75%-15mos. 
60%,45%, 
30%  (next 
3  years 

Part  416 

State  Hill-Burton  matching  rate  for  particular  locality 
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Appendix:   State  and  Regional  Needs  for  New  or  Improved  Rehabilitation  Facilities 
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Total  Number  of  New  Rehabilitation  Facilities  by  Type  and  Program  Emphasis  Which  are  Immediately  Needed 


Type  of  Facility 
Rehab-Center(autonomous)  Rehab. Ctr. (in  Hosp.   Evaluation 
Total    or  Unlv)  Total Unit Total 


Workshop 


1/  Program 

Emphasis a.  .b c.  .d e 

Region  I 

Connecticut....  10  0  4  1  6 

Maine 0  0  0  0  1  1 

Massachusetts..  0  0  0  0  5  5 

New  Hampshire   0  0  0  0  4  4 

Rhode  Island    0  0  0  0  3  3 

Vftrmnnl- 0  0  0  0  1  1 

Toml 10  0  0  15  20 

Region  II 

Delaware 0  0  0  0  0  0 

New  Jersey 0  0  0  0  1  1 

New  York 0  0  2  0  5  7 

Pennsylvania...  0 Q Q Q 1 L 

Total n  n  ?  n  7  q 

Region   III 

Dist.   of  Col...   0  0  0  0  0  0 

Kentucky 0  0  0  0  4  4 

Maryland 0  0  0  0  2  2 

North  Carolina.    0  0  0  0  2  2 
Hjerto  Rico. . . .    - 

Virginia 1  1  0  1  0  3 

Virgin  Islands.  0  0  0  0  0  0 

West  Virginia.,  p  0  0  0  6  6 

Total       1  1  0  1  14  "TT 
Region  IV 

Alabama 0  0  0  0  5  5 

Florida 0  0  1  1  2  4 

Georgia I  0  0  0  I  2 

Mississippi....  0  0  0  0  4  4 

South  Carolina.  0  0  0  0  2  2 

Tennessee 0  0  0  0  6  6 

Total       i  0  1  1  20  TT 
Region  V 

Illinois 0  0  0  0  0  0 

Indiana -  -  -  - 

Michigan 7  4  3  7  5  26 

Ohio 0  0  2  3  11  16 

Wisconsin 0  0  0  0  2  2 

Total 7  4  5  10  18  44 

Region  VI 

Iowa 0  0  0  0  1  1 

Kansas 1  7  300  0  22  330 

Minnesota 112-2  6 

Missouri 0  0  0  0  0  0 

Nebraska 0  0  0  0  0  0 

North  Dakota...  

South  Dakota...  0  0  0  0  1  1 

Total 2  8  302  0  26  338 

Region  VII 

Arkansas 0  0  10  2  3 

Louisiana 0  0  0  0  16  16 

New  Mexico 0  0  0  0  0  0 

Oklahoma 0  0  0  0  0  0 

Texas 0  18  5  2  8 

Total 0  1  1  5  20  27 

Region  VIII 

Colorado 0  0  0  0  4  4 

Idaho 0  0  0  0  1  1 

Montana 0  0  0  0  1  1 

Utah 0  4  0  0  4  8 

Wyoming o  o Q_o o p_ 

Total 0  4  0  0  10  14 

Region  IX 

Alaska 0  0  0  0  1  1 

Arizona 0  0  0  0  0  0 

California 0  0  0  0  0  0 

Guam 0  2  0  0  0  2 

Hawaii 0  0  0  10  1 

Nevada 0  0  0  0  1  1 

Oregon - 

Washington 0  0  0  0  2  2 

Total 0  2  0  1  &  7 

Total              12  20  311  22  134  499 


Total 


Other       Total 


a.b.c.d..e 


a. .  b.  .c.d.  .e 


a.b..c. .  .d. .  ,e 


0  0  0  1  1 
0  0  0  0  3 
0  0  0  0  10 
0  0  0  0  2 
0  0  0  0  5 
3  0  0  0     0 


2 

3 

10 

2 

5 
3 


1   -  3 

0  -  0 

0  -  16 

0  -  4 

0   -  3 

0   -  3 


4 
1 
16 
4 
3 
4 


2  0 

0  0 

0  0 

0  0 

0  0 

0  0 


18     15 


5 
6 
33 
7 
2 
9 


0 

5 
11 
6 
0 
0 


17 
16 
75 
23 
13 
17 


3  0  0   1    21 


25 


1 1 


29 


32     2  0     9     21     30 


62 


22 


161 


0  0  0  0  0 
110  0  2 
3  0  2  0     3 

DODO L. 


0  0  0  0 
4  11  0  6 
8  0  0  6 

1  Q  0  Q 


0  0  0 

0  0  0 

0  0  8 

0  0  0 


2  0 

3  5 
23  13 

Q  10 


2 

8 

44 

_LQ_ 


2 
31 

71 

-11 


4    17   0      6 U 11      0    12 


23     0  0     8      28      7k 


JUL 


JJi 


0  0  0  0  1 

0  0  0  0  0 

0  0  0  0  0 

4  0  0  0  0 


0  0  0  0 

0  0  0  0 

10  0  0 

5  0  0  0 


1  0  0  0 

0  0  0  1 

0  0  0  0 

4  0  0  0 

0  0  0  0 

0  0  0  2 

9  0  0  0 

0  0  3 


15 


3  3 
0  1 

e  o 

5  5 

4  4 
0  2 
0  0 

TT 


0  0 

0  0 

0  0 

0  0 


2 

0 

10 

35 


0     0 


T5" 


0  6 
2  0 
0      10 


2 

10 
10 
35 

6 

6 
10 


0   2      2      12      63 


79 


0  0 

0  6 

0  0 

0  0 

0  0 

0  0 


6  0  0  6  11 2T" 


s — tr 


o 

4 

8 

0 

3 

30 

-55- 


0 
10 
8 
1 
3 
32 


"00 

0  0  0 

0  0  0 

0  0  0 

0  0  0 

0  0  0 

o  0  0 


4 
9 
12 
0 
5 
9 


4 

11 

12 

20 

5 

9 


4 

22 

20 

50 

2 

3 


-5A. 


22.     39 


_6^_ 


J0JL 


262 


10  0000        10  000-0 


0      0 


0      0        0      40 


3  2  3  2  5 
12  0  0  5 
0  0  0  0     0 


15 


3  4  3 
0  7  10 
0     0     0 


6  16 
3  20 
5  5 


14  4  3   2  10       33  3   11   13   -    14       41     0 


4  10 
0  0 
_Q 0_ 


3  6 
3  45 
_3 D_ 


40 

23 
48 


56 

80 
94 
JL0_ 


Ik  in 


-SI 9J Uiu 


-24U. 


0  0  0  0 
0  0  0  0 


10  0  0 
0  0  0  0 


3  0   2  0 

4  0 


10 
0 
2 
9 

4 


2  0     7 


13 


0     0 
-TIT 


25 


0  0  0  0  18 

0  0  0  0  19 

1  -  4  20 

0  0  0  8  e 

0  0  0  0  3 

-   0  - 

0  0  2  0  2 


18 
19 
25 
8 
3 


43      1   0      6      28      42 


77 


3  0  0  0 

0  0  0  0 

0  0  0  0 

2  0  0  0 

0  0  0  0 


3  0  0  1 

7  0  0  0 

1  0  0  0 

2  0  0  4 
0  0  0  0 


10 
0 
3 
6 

0 

T5- 


0  0  0  5  7 

0  0  0  0  5 

0  0  2  3  0 

0  0  0  0  9 

0  0  0  0  6 


12 
5 
5 
9 

6 


0 
0 

20 
7 
0 


15 
5 
0 
5 

9 


30 

355 

65 

28 


13 
499 


44 

33 

9 

26 
23 


5  0  0  0     8       13 


0     0     5 


24      0  0      2        8      27 


37 


34 


135 


0  0  0  0 

0  0  0  0 

0  0  0  0 

0  0  0  0 

0  0  0  0 


2  2 

2  2 

2  2 

2  8 

J L 


0  0  0  0  5 

0  0  0  0  5 

0  0  0  0  2 

0  0  3  1  6 

0  0  0  0  1 


5 
5 
2 
10 
1 


15 

9 

11 

31 

6 

72 


0  0  0  0     9 


0     33 


15     0  0     3        1      19 


23 


11 


0  0  0  0 

10  0  0 

0  0  0  0 

10  10 

10  0  0 

0  0  0  0 


2 
3 

32 
0 
1 
0 


0  0  0  0  2 

0   0  1  1  0 

0  0  0  0  51 

0  0  1  0  0 

0  0  0  1  7 

0  0  0  0  0 


2 
2 

51 

1 
8 
0 


0  0   10     0 


0     0 


4     0  0     0 


3  0   2  0  12 LZ 0     3  50. kZ 45     Q  Q     2  .     2     63 


JO- 


1 

5 

64 
0 

11 
0 


6 

12 

154 

7 

20 

3 

10 


212 


44  5  9  9  93     160        21    24  52      195     292     3  6  42  131  402       584 


294 


1829 


1/   a.    Medical 

b.  Psycho- Social 

c.  Vocational  Educational 


Sheltered  Employment 
Multi- Emphasis 
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Estimated  Federal  Funds  Required  for  New  Rehabilitation  Facilities  Which  Are  Immediately  Needed 


Project 

Development 

Region  I 

Connecticut $    20,000 

Maine 9,900 

Massachusetts 50,000 

New  Hampshire 88,000 

Rhode    Island 20,000 

Vermont 15.000 

Total 202.900 

Region    II 

Delaware 00 

New  Jersey 15,000 

New   fork 54,000 

Perm  sy  Ivan  ie -00 

Total 69.000 

Region    III 

Dist.    of  Col NR 

Kentucky 65,000 

Maryland 34,650 

North  Carolina 60,000 

Puerto  Rico 

Virginia 15,000 

Virgin    Islands 

West  Virginia 30.000 

Total 204.650 

Region    IV 

Alabama 15,000 

Florida 58,000 

Georgia 70,000 

Mississippi 00 

South  Caroline 20,000 

Tennessee 323. 171 

Total 486.171 

Region  V 

Illinois 188,000 

Indiana 

Michigan 96,400 

Ohio 73,000 

Wisconsin 15.000 

Total 372.400 

Region  VI 

Iowa 48,500 

Kansas 00 

Minnesota 10,000 

Missouri 125,000 

Nebraska 60,000 

North  Dakota 

South  Dakota 22.500 

Total 266,000 

Region  VII 

Arkansas 80,000 

Louisiana 115,000 

New  Mexico 00 

Oklahoma 20,000 

Texas 50.000 

Total 265,000 

Region  VIII 

Colorado 25,000 

Idaho 250,000 

Montana 40,000 

Utah, 40,000 

Wyoming 8.000 

Total 363.000 

Region    IX 

Alaska 45,000 

Arizona 239,000 

California 12,000 

Guam 45,000 

Hawaii 00 

Nevada 100,000 

Oregon 

Washington 41.000 

Total 482.000 


Construction 


Initial   Staffing 


Total 


$  335 

214 

240 

30 

30 

155 

1.004 


25,000 
2,611,000 
3,891,033 
2.948.888 
9.475.921 


NR 

10,200,000 

5,200,000 

8,000,000 

625,000 

5.400.000 


120 

3,351 

187 


3,658 


63 

300 

1,849 

800 

200 

2.160 


000 
500 
000 
000 
000 
000 
500 


00 
000 
000 

500 


500 


275 
000 
600 
000 

000 

000 


1,055,000 
424,400 

1,790,000 
218,000 
450,000 
445.000 


4.382.400 


25,000 
2,746,000 
7,296,033 
3.136.388 


13.203.421 


63,275 

10,565,000 

7,084,250 

8,860,000 

840,000 

7.590.000 


29.425.000 


5.372 


875 


35.002.525 


3,240,000 
4,625,000 
7,500,000 
2,483,334 
3,200,000 
2.000.000 


834 
610 
2,850 
805 
450 
264 


400 
000 
000 
000 
000 
000 


4,089,400 
5,293,000 
10,420,000 
3,288,334 
3,670,000 
2.587.171 


23.048.334 


5.813 


400 


29.347.905 


2,068,000 

32,100,000 

19,170,000 

1.370.000 


54.708.000 


1,671,500 

397,508 

9,250,000 

3,600,000 

600,000 

187.500 


1,370 

11,200 

52,200 

80 


000 

000 
000 
000 


64.850 


000 


239 
2,224 

350 
1,080 

180 

18 


000 
238 
000 
000 
000 

000 


3,626,000 

43,396,400 

71,443,000 

1.465.000 


119.930.400 


1,959,000 
2,621,746 
9,610,000 
4,805,000 
840,000 

228.000 


15.706.508 


4,091 


238 


2Q.Q63.746 


1,277,000 

1,500,000 

00 

280,000 

3.306.000 


564 
100 


20 

445 


775 
000 
00 
000 
000 


1,921,775 

1,715,000 

00 

320,000 

3 r 801 T 000 


6.363.Q0Q 


1.129 


ZLL 


7.757.775 


1,500,000 

75,000 

500,000 

2,000,000 

7.500 


150 
350 
250 
200 

_25_ 


000 
000 
000 
000 
000 


1,675,000 
675,000 
790,000 

2,240,000 
40.500 


4.082.500 


_SL5 


000 


5.420.500 


800,000 

17,t)53,199 

1,350,000 

5,000,000 

250,000 

400,000 

520.000 


300 

13,684 

214 

6,345 

50 

200 


000 
000 
000 
000 
000 
000 


630.000 


1,145,000 

30,976,199 

1,576,000 

11,390,000 

300,000 

700,000 

1.191.000 


25.373.199 


21.423.000 


47.278,199 


Totals    $2,711,121 


$171,337,462 


$    108,318,288 


$282.386.871 
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Total  Number  of  Existing  Facilities  (By  State  and  Region) 


State  or 

Typo  nf  VarlUfy 

Totals 

Territory 

Rehabilitation  Ctr. 
(autonomous) 

Rehab.  Ctr. 
(gen.hosp.  or 
Univ.  unit) 

Evaluation 
Unit 

Workshop 

Other 

Region  I 

9 
0 
3 
2 
1 
0 

2 
1 

17 
1 

2 

1 

1 

0 

20 

1 
14 

3 

30 

4 

-39 

4 

10 
3 

2 

1 

15 

3 

0 

5 

44 

6 

94 
111 

27 
12 

Total 

15 

24 

39 

90 

26 

194 

Region  II 

I 

2 

26 

9 

0 
67 
83 
14 

1 
4 
2 

5 

8 
28 
90 
87 

20 

5 
8 
0 

30 
106 
209 
115 

New  Y»rk 

Pennsylvania 

Total 

38 

164 

12 

213 

33 

AfiO 

Region  III 

0 

5 

2 

14 

1 

1 

0 

6 

1 

2 

2 

35 

3 

0 
0 

4 

8 

15 

0 

19 

2 

12 

0 

0 

13 

0 

0 
0 
2 

10 
13 

46 

1 

2 

3 

39 

Virginia 

1 
0 

24 
2 

2 

22 

Total 

9 

29 

43 

60 

15 

156 

Region  IV 

...22 

4 
47 

7 

5 

7 

19 

0 
0 
1 
3 
13 
63 

13 

23 
6 
25 
10 
36 

10 
3 

12 
0 

1 
5 

49 

Florida 

...  128 

201 

3 
1 

39 
36 
32 

148 

Total 

192 

89 

80 

113 

31 

505 

Region  V 
Illinois 

3 

32 

5 
15 
12 

1 

4 

10 

3 

39 

48 
42 
30 

0 

16 

3 

13 

75 

4 

, ..   15 

3 

77 
85 
61 

Total 

25 

64 

18 

159 

32 

298 

Region  VI 

4 
3 

5 
0 
6 
9 

1 

8 

6 

3 

13 

12 

4 

1 

22 

5 

22 

25 

8 

4 

7 

19 

7 

7 
0 

1 

44 
30 

4 

52 

1 

54 

0 

13 

15 

Total 

13 

29 

39 

86 

41 

208 

Region  VII 

3 

0 
14 

2 
16 

4 

6 
0 
2 
4 
0 

11 
13 

6 
12 
33 

10 
6 
0 

62 
27 

30 

...   18 

51 

2 

12 

97 
120 

Total 

82 

36 

12 

75 

105 

310 

Region  VIII 

0 

0 
0 

7 
9 
0 

1 

0 
2 
2 

1 

21 

1 
3 
6 
2 

0 
0 
2 

27 

1 

22 

1 

2 

1 

15 

Utah 

8 

52 

Wyoming 

1 

5 

Total 

11 

16 

6 

33 

?Q 

96 

Region  IX 

0 

0 

3 
30 

1 
13 

0 

43 

6 
2 
1 
0 
0 
3 

0 

0 
9 
130 
1 
10 
4 

46 

2 
7 
82 
0 
6 
2 

4 

8 

1 

22 

California. 

...   13 

256 

0 

2 

Hawaii 

2 

31 

0 

9 

Washington 

8 

iQi 

Total 

24 

90 

12 

200 

103 

429 

Totals 


409 


541 


261 


1029 


416 


2656 
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Estimated  Federal  Funds  Needed  for  Improvement  of  Existing  Rehabilitation  Facilities 


State  or 
Territory 


Amount  needed  in 
Federal  Funds 


State  or 
Territory 


Amount  needed  in 
Federal  Funds 


Region  I 

Connecticut $  310,000 

Maine 31 ,  500 

Massachusetts 2,000,000 

New  Hampshire 77,  500 

Rhode  Island 560,000 

Vermont 162.000 

Total       3,141,000 

Region  II 

Delaware 0 

New  Jersey 1,590,000 

New  York 1,483,500 

Pennsylvania 108 .  000 

Total  3,181,500 

Region  III 

Dist.  of  Columbia 150,000 

Kentucky 700,006 

Maryland 116,550 

North  Carolina 800,000 

Puerto  Rico 

Virginia 150,000 

Virgin  Islands NR 

West  Virginia 350.000 

Total  2,266,550 

Region  IV 

Alabama 150,000 

Florida 1 ,  600 ,  000 

Georgia 750,000 

Mississippi 334,708 

South  Carolina 300,000 

Tennessee 1 .  500.000 

Total  4,634,708 

Region  V 

II I  inois 1 ,  494, 000 

Indiana 

Michigan 498,000 

Ohio 4, 160,000 

Wisconsin 600.000 

Total       6,752,000 


Region  VI 

Iowa $  100, 000 

Kansas 110,839 

Minnesota 400,000 

Missouri 302,500 

Nebraska 270,000 

North  Dakota 

South  Dakota, 135.000 

Total        1,318,339 

Region  VII 

Arkansas 231 ,  293 

Louisiana 6,500,000 

New  Mexico 167,000 

Oklahoma 95, 000 

Texas 1.000.000 

Total       7,993,293 

Region  VIII 

Colorado 450,000 

Idaho 25,000 

Montana 250,000 

Utah 150,000 

Wyoming 84.000 

Total  959,000 

Region   IX 

Alaska 195,000 

Arizona 600,000 

California 10,  260,000 

Guam 5,000 

Hawaii 14,000 

Nevada 0 

Oregon 

Washington 500,000 

Total       11,574,000 


Total 


$41,820,390 
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Number  and  Type  of  Existing  Facilities  with  Known  Improvement  Needs  (Steff  Equipment,  Consultation,  Etc.) 

Type  of  Facility 


Rehabilitation  Ctr. 
(autonomous) 


Rehab.  Ctr 
(gen.hosp  or 
univ, unit ) 


Evaluation 
Unit 


Workshop 


Other 


Totals 


Region  I 

Connecticut 5 

Maine 0 

Massachusetts 2 

New  Harapshi re 2 

Rhode  Island 1 

Vermont 0 

Total 10 

Region  II 

Delawa  re 0 

New  Jersey 2 

New  York 3 

Pennsylvania 3_ 

Total 8 

Region  III 

District  of  Columbia 0 

Kentucky 0 

Maryland , 0 

North  Caroline 2 

Puerto  Rico 

Virginia 1 

Virgin  Islands 0 

West  Virginia 1 

Total 4 

Region  IV 

Alabama 12 

Florida 29 

Georgia 2 

Mississippi 3 

South  Carolina 0 

Tennessee 5 

Total 5J. 

Region  V 

Illinois 0 

Indiana 

Michigan 2 

Ohio 11 

Wisconsin 0 

Total 13 

Region  VI 

Iowa 4 

Kansas 2 

Minnesota 3 

Missouri 1 

Nebraska 0 

North  Dakota 

Dakota 

Total 

Region  VII 

Arkansas 1 

Louisiana 13 

New  Mexico 2 

Oklahoma 2 

Texas 41 

Total ; S9 

Region  VIII 

Colorado 3 

Idaho 1 

Montane 1 

Utah 7 

Wyoming 1 

Total 13 

Region  IX 

Alaska 0 

Arizona 0 

California 2 

Guam 0 

Hawaii 1 

Nevada. 0 

Oregon 


1 

0 

10 

1 

10 
3 


15 

4 

18 

4 
8 


23 
5 

36 

8 

21 

11 


12 


J±. 


JiL 


104 


0 

52 

1 

2 


0 
23 
22 
29 


0 
78 
27 
34 


55 


JJl. 


_U9_ 


21 


14 


0 
12 
1 
2 
4 
6 


25 


4 
0 
7 

10 

19 

0 

JUL 


Ji_ 


10 
6 
5 

25 
5 

5 


56 


10 


7 

8 

7 

13 

24 
2 

JZ. 
78 


26 
55 
16 
35 
10 
_2L 


-163. 


34 

21 

20 

6 


5 

0 

10 


34 

33 

46 
JLL. 


JLL 


81 


_L5_ 


_129_ 


0 
10 

0 
12 

0 


6 
0 
10 
2 
3 


6 
0 
0 
2 

28 


22 

0 

19 

1 
6 


11 
10 

6 
15 


10 
4 

0 
0 


36 
3 

35 
7 
9 


5 

0 

4 

0 

10 

Total 

11 

12 

21 

52 

4 

100 

28 

37 

8 

31 


22 


36 


42 


14 


JJl 


21 
1 
3 
6 
2 


0 
0 

1 

10 
0 


26 
2 
9 

27 


^2_ 


JJL 


ML 


o 

6 
15 
0 
0 
0 


2 

2 

100 

I 

5 
2 


10 
127 

2 
8 
2 


0 

0 

20 

0 

20 

Total 

3 

15 

21 

132 

6 

177 

Totals 


172 


161 


159 


575 


63 


1130 
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Number  and  Type  of  Existing  Rehabilitation  Facilities  Requiring  Technical  Assistance 


State  or 

Type  of  Facility 

Totals 

Territory 

Rehabilitation  Ctr. 

Rehab.  Ctr. 
(gen.hosp.  or 
Univ.  unit) 

Evaluation 
Unit 

Workshop 

Other | 

Region  I 

4 
0 
2 
2 
0 
0 

2 
1 
4 
1 
2 
0 

1 
0 
10 
1 
0 
0 

12 
1 
8 
4 
5 
3 

0 
0 
2 
2 
0 
0 

19 

2 

26 

10 

7 

3 

Total 

8 

10 

12 

33 

4 

67 

Region  II 

0 
2 
2 
0 

0 
22 

1 
0 

0 

1 
0 
0 

1 

22 
20 

7 

0 
0 
0 
0 

1 

47 

New  York 

Pennsylvania 

23 
7 

Total 

4 

23 

1 

50 

0 

78 

Region  III 

0 
3 
0 

2 

0 
0 
1 

0 

1 
0 
0 

0 
0 

1 

0 

1 

0 

0 

2 
0 
0 

2 
15 

5 
10 

12 

2 

10 

0 
0 
0 
0 

0 
0 
0 

2 

20 

5 

12 

West  Virginia 

14 

2 

12 

Total 

6 

2 

3 

56 

0 

67 

Region  IV 

4 
25 
0 
1 
0 
3 

0 
5 
0 
0 
0 
0 

0 
3 
1 
3 
2 
0 

2 
18 

8 
25 

8 

0 

1 

0 
0 
0 
0 
0 

7 

Florida 

51 

9 
29 
10 

3 

Total 

33 

5 

9 

61 

1 

109 

Region  V 
Illinois 

0 

2 
4 
0 

0 

3 

1 
0 

0 

2 
8 

3 

21 

10 
12 
12 

0 

7 
0 
0 

21 

Ohio 

24 
25 
15 

Total 

6 

4 

13 

55 

7 

85 

Region  VI 

3 

4 
4 
1 
0 

0 

3 
0 

1 
0 

1 

1 
1 
13 
0 
3 

0 

7 
6 
26 
3 
6 

3 

0 
0 
7 
0 
0 

0 

14 
11 
50 

5 

9 

South  Dakota 

4 

Total 

12 

5 

18 

51 

7 

93 

Region  VII 

3 
5 
1 
1 
20 

0 
2 
0 
4 
2 

1 

0 
0 
1 
0 

11 

5 

2 

8 

16 

0 

t 

0 

10 

0 

15 

14 

3 

24 

38 

Total 

30 

8 

2 

42 

12 

94 

Region  VIII 

0 
0 
1 
4 
0 

0 
0 

2 

1 
0 

2 
0 
2 
2 
0 

15 
0 
2 
6 

1 

0 

0 

4 

10 

I 

17 

0 

11 

Utah 

23 

2 

Total 

5 

3 

6 

24 

15 

53 

Region  IX 

1 

0 
5 
0 
0 
0 

1 

0 

1 
10 

1 
1 

1 

0 

4 
0 
20 
0 
0 
1 

2 

0 
2 
50 
1 
2 
0 

10 

1 
1 
15 
0 
1 
0 

0 

6 

4 

100 

2 

4 

Washington 

2 
13 

Total 

7 

14 

27 

65 

18 

131 

Totals 

111 

74 

91 

437 

64 

777 
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